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ABSTRACT 

For a 1200 -hertz Brayton energy conversion system 
having a useful load rating of 10 kWe, an alternator and 
the associated voltage and frequency controls were 
designed and tested. The unique features in the compo- 
nents are: 

(1) The 36,000-rpm solid-rotor alternator designed 
to accommodate gas bearings. 

(2) Pulse-type voltage regulator which is synchron- 
ized with the line frequency. 

(3) Multiple parasitic-loading speed control. 


INTRODUCTION 

The Lewis Research Center is currently developing 
a 10-kilowatt single-shaft Brayton energy conversion sys- 
tem. The working gas in this system is a mixture of 
helium and xenon with a molecular weight of approximate- 
ly 83.8 and a pressure of approximately 40 pounds per 
square inch. One of the most critical assemblies in the 
system is the turbine-altemator-compressor which oper- 
ates at 36, 000 rpm on gas bearings. The purpose of this 
paper is to describe the development of the alternator and 
the electrical control packages in this system. In order 
to expedite component testing, a magnetic and thermal 
duplicate of the alternator but having ball bearings was 
constructed and tested. In addition to this test alternator, 
breadboard versions of the electrical controls were also 
built and tested, and the overall results of these tests are 
reported herein. Since this presentation is essentially an 
advance summary report, detailed component and elec- 
tric system information will be reported in more detail 
at a later date. 

Immediately preceding the development of this 1200- 
hertz single-shaft Brayton system, the electrical compo- 
nents for a two-shaft 400 -hertz Brayton system were also 
investigated^ ). The 400-hertz system, which utilized an 
inductor alternator consisting of stationary coils and a 
solid rotor, was of the same general power level but was 
designed for operation at 12,000 rpm. The experience 
obtained with the 400 -hertz Brayton system contributed 
significantly to the effectiveness of the 1200 -hertz pro- 
gram. The high rotational speed and system pressure 
for the 1200 -hertz Brayton system made desirable a 
smooth alternator rotor of a type characteristic of Lundell 
machines. This did not preclude the use of established 


design techniques. 

Throughout the design phase of the program, compo- 
nent reliability was assigned the highest possibile prior- 
ity, followed by the effort to maximize efficiency. Per- 
formance and weight were considered to be of less signifi- 
cance than either reliability or efficiency. It is of inter- 
est to note that the emphasis on reliability and efficiency 
makes it of prime importance to keep the alternator rotor 
small, for a small rotor decreases both the rotor stress 
and windage loss . 

The development testing program consists of two 
phases. The first phase is component testing to deter- 
mine such factors as efficiency, and off -design steady- 
state performance and temperature maps. The second 
phase consists of integrating the components into a sub- 
system to determine transient performance and compo- 
nent interactions . 

The design, fabrication, and preliminary component 
testing of the alternator and the control packages were per- 
formed by the AiResearch Manufacturing Company, a 
division of the Carrett Corporation, under NASA Contract 
NAS 3 -9 427 . 

It is recognized this report could not have been writ- 
ten without the contr butions of the below listed AiResearch . 
engineering personnel. The contributions included the 
design and development of the alternator, shunt -field 
regulator, series-field controller, and the speed control- 
lers. 

AiResearch - Torrance, Calif. 

F. B. McCarty 
R. Rudich 

AiResearch - Phoenix, Ariz. 

K. P. Worcester 
H. W. Longee 

SYSTEM REQUIREMENTS 

The major electrical components in the Brayton- 
cycle energy-conversion system, as shown in Fig. 1, 
consist of an alternator, a series-field controller, a 
shunt -field regulator and three parasitic-load speed con- 
trollers . Three speed controllers are utilized to improve 
system performance and to provide component redundancy. 

The electrical rating of this Brayton Energy conver- 
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sion system is 10 kilowatts, 120/208 volts, 3-phase 
4-wire, 1200 hertz, and 0.8 power factor lagging in which 
the significant system charactersitics include voltage 
regulation of ±1 percent, speed regulation of ±1 percent, 
maximum response times for voltage and speed of 1/4 
and 1 second respectively, and maximum system effi- 
ciency over a 2. 25 to 10. 5 kW power range. A summary 
of the system performance goals (requirements) are 
listed in Table 1 . 

ALTERNATOR 

The Brayton alternator is a solid-rotor modified- 
Lundell or Rice machine operating at 36,000 rpm, and 
designed to produce 10.7 kilowatts at 0.75 power factor 
with coolant inlet temperature at 70° F. The machine is 
hermetically sealed to prevent loss of the working gas in 
the system. Figure 2 is a sectional view of the alterna- 
tor, showing: (1) the brazed bimetallic rotor, (2) the 
main gap, (3) the auxiliary gaps, (4) the armature, (5) the 
dual, stationary field coils, (6) the nonmagnetic armature 
separator, (7) the dual heat exchanger and (8) the heat 
shield. 

It is interesting to note that this machine is a sophis- 
ticated version of the dynamo patented by Mr . Lewis B . 
Rice in 1897 . The rotor of the alternator consists of two 
separate magnetic sections with two north poles on one 
section and two south poles on the other. To obtain a 
smooth, high-strength rotor, the interpolar space is a 
nonmagnetic metal. The flux path is shown by the arrows 
in figure 2 . The flux enters the armature stack opposite 
the north poles, flows around the stack and re-enters the 
rotor at the south poles which are displaced by 90 degrees. 
The path is then completed through the auxiliary gaps , 
bells and frame. The armature winding thus sees an al- 
ternating flux as in a conventional salient pole machine. 
The function of the nonmagnetic separator around the 
stack is to minimize the leakage of flux into the frame. 
This flux leakage would occur for instance if the excita- 
tion circuits at each end were not balanced magnetically. 

The advantages of this machine are the smooth rotor 
which minimizes the windage loss and the short armature 
coils when compared to the homopolar inductor alternator. 

The following are a few of the unique design features 
incorporated in this machine: (1) Two fields, one for 
series excitation and the other for shunt excitation are 
utilized in the alternator. The series winding produces a 
magnetomotive force which is proportional to the alter- 
nator line current. The shunt winding produces the mag- 
netomotive force as required to maintain the alternator 
output voltage at the desired level. The use of a series - 
field controller reduces, substantially, the requirements 
on the voltage regulator. Each field consists of two field 
coils as shown in Fig. 2. (2) The brazed, dual helix, 
heat exchanger provides redundant cooling paths in the 
event of failure of the primary cooling system, either in- 
ternal or external to the alternator. (3) The brazed 
smooth-rotor construction provides a low windage loss 


surface with sharp magnetic to nonmagnetic interfaces . 

(4) Each armature coil side in the slots is completely 
wrapped with insulation to minimize the current leakage 
around the phase separator. (5) The forces that are pro- 
duced by magnetic and mechanical unbalances must be 
minimized since gas bearings have a low tolerance to 
overloads. The use of multi-circuit parallel windings is 
a classical method of minimizing the unbalanced flux, hi 
this particular case four circuits were used. Voltages 
are induced in the parallel armature windings and pole 
faces due to the existence of an unbalance in primary flux. 
These voltages produce circulating currents and a result- 
ant flux field. This field, by Lenz's law, opposes and 
therefore minimizes the primary unbalanced flux. 

Since the design of the rotor constituted a critical 
phase of the program, two tests were devised to verify 
the results of this effort. The first consisted of subject- 
ing each rotor to a spin test of 51,000 rpm or 141 percent 
speed to produce 200 percent stress. After the spin test 
each rotor was checked for dimensional and balance 
changes in addition to reinspection of the braze joint. The 
second test consisted of driving the rotor at reduced 
speed in its stator. The saturation curves, when normal- 
ized to rated speed, compared favorably with the design 
calculations. 

Table II summarizes the final design of the alternator. 
It is quite compact having a total weight of 51 pounds in- 
cluding the heat exchanger, end bells, and shaft extension. 
The rotor with a weight of approximately 12 pounds was 
kept small to minimize windage loss and problems in ro- 
tational dynamics. In general the design is conservative 
in that it is based on well established materials and fabri- 
cation techniques. 

Figure 3 is a photograph of the completely assembled, 
alternator research package. Connectors for power leads, 
field current and thermocouples are evident at each end of 
the machine. The inlet and outlet ports for one coolant 
path can be seen on the side of the machine. 

Figure 4 is a photograph of the alternator rotor. The 
magnetic and nonmagnetic sections of the rotor can be 
detected by the shading in the photograph. The slight 
taper of the pole side was introduced to minimize slot 
harmonics. 

Figure 5 is a photograph of the major parts of the 
alternator. The end bell for the drive end is to the left, 
the rotor in the foreground and the stator with the anti- 
drive end bell in the background. The heat shield, to 
limit the flow of heat from the stator end turns to the 
rotor, can be seen clearly on the end bell for the drive 
end. The heavy bosses mounted on the stator are for ac- 
celerometers. The figure also shows that the overall 
rotor length is large when compared to the effective pole 
surface in the center. 

Figure 6(a), (b), and (c) presents the characteristic 
and saturation curves for the alternator. These datawere 
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measured with all field coils connected in series. Figure 
6(a) shows the open circuit saturation, zero power factor 
saturation and three-phase short-circuit characteristic. 
The data indicates that the alternator can readily produce 
120 amperes (300 percent current). Figure 6(b) and (c) 
compare the saturation characteristics at 0.75 and 1.0 
power factor. As expected the effect of decreasing the 
power factor is to increase the required excitation. For 
both cases the generator readily produces 1. 5 per-unit 
(150 percent) current, indicating that the magnetizing 
characteristics are entirely satisfactory. 

The electromagnetic efficiency, which neglects wind- 
age and bearing friction, is shown in Fig. 7 . The effi- 
ciency was determined by the separation of losses. Over 
the range from 0.25 to 1.0 per-unit load, the efficiency 
exceeds 87 percent for any power factor greater than 
0.75. If the power range is limited to 0.40 to 1.05 per- 
unit, the efficiency exceeds 90 percent for any power fac- 
tor greater than 0.75. The essentially constant core- 
loss is predominant at low power levels. The copper- 
losses, both armature and field, are predominant at 
higher power levels. The net result is very little change 
in efficiency over a large power range . 

Figure 8(a) and (b) compares the armature hot spot 
and field coil temperatures as a function of load, for 
power factors of 0.75 and unity. It is evident as was 
expected, that deceased power factor reflects as increas- 
ed temperature. The armature hot spot was in the stack 
at approximately one-half of the slot length. The data in- 
dicates that the machine is capable of delivering 1.25 per 
unit load at 0 . 75 power factor. 

The magnetic performance, efficiency and thermal 
distribution indicate that the alternator is entirely suitable 
for application is a space power system. 

CONTROLS 

As stated earlier, all control devices in the elec- 
trical system utilize hardware characteristic of static 
systems. The rack-mounted breadboard voltage regulator 
and speed controller are shown in Fig. 9. The package to 
the right consists of one speed controller . 

Figure 10 provides additional detail on the assembly 
of the breadboard units. The series-field controller is a 
self-contained unit located at the rear of the voltage 
regulator. 

Series-Field Controller 

The series -field controller, which basically consists 
of current transformers and a bridge rectifier, supplies 
excitation to the alternator for the purpose of maintaining 
system fault currents. The fault currents are maintained 
for a time sufficient for the protection logic to take pos- 
itive corrective action. The minimum fault current cap- 
ability deemed necessary in the system is three per unit 
with a duration of five seconds. The series-field control- 


ler also reduces the load requirements on the voltage 
regulator by supplying a part of the alternator field 
ampere turns as needed by the system during normal 
loading. With rated (1PU) load on the alternator, approx- 
imately 50 percent of the total ampere -turns is supplied 
by this controller. During a three per-unit system fault, 
the series-field controller delivers 100 percent of the 
excitation requirements or approximately 375 watts. Out- 
put capacitors are provided in the controller to suppress 
voltage transients which may occur due to changes in sys- 
tem load. 

Shunt -Field Regulator 

The shunt -field regulator as shown in the block dia- 
gram, Fig. 11, operates in a switching mode. The 
regulator fundamentally consists of a voltage -sensor, a 
voltage -reference, a comparator, an amplifier, an output 
power stage, and a field-current limiter. The regulator 
senses the alternator output such that the average of the 
three -phase -voltages is held constant. 

The DC output voltage of the sensor together with its 
superimposed line ripple is compared with a reference to 
drive the amplification and power stages at a frequency of 
3600 pulses per second. This synchronization of the reg- 
ulator function to the line occurs in the comparator by 
virtue of the line ripple. While operating within the active 
control range, the power-stage pulse width is proportional 
to the error voltage. This regulator synchronization to 
the line improves both the voltage -modulation level of the 
alternator output and the response time of the system 
when compared to the same regulator not synchronized to 
the line . The operating mode of the regulator dictates the 
need for a free-wheeling diode. The diode converts the 
pulse output of the regulator to a continuous shunt-field 
current. The regulator has a voltage gain of approxi- 
mately 100 . The current -limiter module limits the field 
current to an average of 5 amperes. Manual control of the 
the regulator can be obtained from an external source. 

This feature is provided in case an abnormal system oper- 
ating mode should occur. The power losses in the shunt- 
field regulator when delivering rated output are shown in 
Table HI. 

Figure 12 is a plot of the voltage -regulator output 
(field current) against input line voltage. For this test, 
the sensing and power transformer inputs were connected 
together. The curve indicates that saturation of the out- 
put stage occurs at a very low input voltage, specifically 
6.4 volts line to neutral. The increase in field current is 
linear with the increase in line voltage up to the setting 
of the field-current limiter. This limiting action is in- 
dicated at the right of the curve by the abrupt change in 
the current plot. For larger values of line voltage, the 
output current reduces, thus indicating the regulator is 
no longer saturated, but is switching on and off. 

Speed-Controller 

The speed-controller, as illustrated in block diagram 
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Fig. 13 consists of a transistorized frequency-sensor, a 
magnetic-amplifier and phase-controled SCR power- 
output stages. The speed-controller effectively func- 
tions in a linear control mode in which the parasitic 
power is a function of line frequency. 

The sensing stage which basically consists of two 
R-C networks including transistor switches develops a 
DC output current of sufficient magnitude to drive the 
first stage of magnetic amplification. The effect of the 
transistor switching is to modulate the energy level 
existing in each of the two networks . The sensor output 
current which is a function of transistor saturation time 
and therefore line frequency is proportional to the devia- 
tion of the frequency from a given set point. 

Two stages of amplification are utilized in the speed- 
controller. Each stage consists of two full -wave 
magnetic-amplifiers in which the outputs are added dif- 
ferentially. The conduction angle of each amplifier with 
zero control is set to approximately 90 degrees by the use 
of leakage-reset control. This control mode tends to 
linearize the control characteristic and to reduce the 
effect of changes in ambient temperature. Gain adjust- 
ment is accomplished by controlling the feedback on the 
second stage. 

The type of phase control (firing circuit) utilized in 
the output stage allows the gate-power dissipated in the 
SCR's to be minimized. The gate signal for all practical 
purposes goes to zero at the instant of SCR saturation. 

The controlling element in the firing circuit is a saturable 
reactor. The speed-controller has a power gain of ap- 
proximately 800 watts per hertz. 

Figure 14 is a plot for one speed-control unit of the 
power transfer characteristic against alternator speed 
(line frequency) as tested on the breadboard units. The 
curve illustrates the transfer characteristic in the active 
control range, the minimum shut-off losses, and the per- 
formance as a function of extreme changes in line fre- 
quency. 

The power losses within the speed-controller are 
shown in Table III. The losses were measured at 1190 
and 1220 hertz to make sure the controllers were fully- 
off and fully-on respectively. 

The frequency-control range of each of the three con- 
trollers is shifted such that one controller is fully con- 
ducting prior to the turn-on of the succeeding controller. 
The power-frequency control curve, as shown in Fig. 15 
illustrates the effect of this shift in control range. The 
amount of shift is indicated by the distance A. 

The parasitic power capability of each controller 
when fully conducting is approximately 0 . 6 per unit or 
1 . 8 per unit with three controllers . 

Operation at this power level not only allows the gen- 
erating system to continue functioning with one controller 


inoperative but also significantly reduces the recovery time 
of the system during system power transients . Multiple 
parasitic speed-controllers , as applied in this system, re- 
duce the maximum volt-amp requirements on the alternator 
and the harmonic content of the alternator terminal voltage 
(2). Parasitic-type speed control is utilized to eliminate 
the need for control devices in the thermodynamic loop. 

Manual control of the speed-controller can be ob- 
tained from an external source. This feature is provided 
in case an abnormal system operating mode should occur. 

CONCLUSIONS 

Experimental evaluation of a 1200 -hertz alternator 
and its electrical controls designed for use in a Brayton- 
cycle space power system produced the following results: 

1. Over a power range of 0. 40 to 1. 05 per unit, the 
alternator efficiency exceeds 90 percent for any power 
factor greater than 0.75. 

2. The thermal characteristics are such that the 
alternator can deliver 1. 25 -per-unit power at 0.75 power 
factor. 

3. The alternator readily produces 1. 5-per-unit cur- 
rent at rated voltage, indicating that the magnetic char- 
acteristics are entirely satisfactory. 

4. The shunt -field regulator delivers rated output 
current with an internal power dissipation of 41 watts. 

5. The individual speed-controllers apply the maxi- 
mum parasitic power (0. 6PU) with a 3 -hertz change in 
line frequency. 
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TABLE I. - SYSTEM REQUIREMENTS 


TABLE R. - FINAL DESIGN 


Voltage 

120/208 3 (p 

Regulation 

±1 percent 

Response time (AE—±5% Ep>) 

1/4 sec 

Excursion (max) 

136 percent* 

Modulation 

1/2 percent* 

Drift (t == 5 years) 

1 volt 

Harmonic content 

5 percent* 

Frequency 

1200 hertz 

Regulation 

±1 percent 

Response time (AF£±2% Fr) 

1 sec 

Excursion (max) 

±2 percent 

Modulation 

±2 hertz 

Drift (t ^ 5 years) 

±2 hertz 

Power range -optimum 

2.25 to 10.5 kW 

Overload rating 

21 kVA for 5 sec 

Short circuit rating 

3 PU for 5 sec 

Electrical Interference 

MIL-STD-826 

Design life (min) 

5 years 

Coolant temperatures 


Alternator 

70° F (nom) 

Controls 

90° F (nom) 

Environmental spec. 

NASA P1224-1, -2 

Neutron flux 

£ 10 11 neutrons /cm 2 

Integrated gamma dose 

£ lO^ rads in 5 years 


♦Alternator - VR combination only. 

v > 


TABLE m 


Shunt-field regulator losses 

41 watts 

at rated IpLD> 1200 hertz, 


120 V L _ N 


Speed-controller losses (each unit) 


Minimum parasitic load 

13 watts 

at 1190 hertz, 120 Vl_n 


Maximum parasitic load 

300 watts 

at 1220 hertz, 120 V l _;n 



A. Total weight (ARP) 

51 pounds 

Electromagnetic weight 

35 pounds 

B. Stator 


Circuits 

4 

Slots 

36 

Conductor 

5 strands - No. 24 AWG 

Conductors per slot 

18 

Turns per coil 

9 

Pitch factor 

0.866 

Distribution factor 

0.96 

Bore 

3 . 3 inches 

Stack length 

1 . 65 inches 

Slot pitch 

0.288 

Slot width 

0.145 

Tooth width 

0.143 

Current density at F. L. 

6230 amps /inch 2 

Flux density 


Teeth 

87 . 9 kilolines/inch 2 

Frame 

84. 6 kilolines /inch 2 

C. Rotor 


Weight 

11 pounds -15 ounces 

Outside diameter 

3.26 inches 

Pole length 

1. 65 inches 

Diameter at auxiliary gap 

2.150 

Length at auxiliary gap 

1.3 

Pole embrace 

0.667 

Flux density - pole 

86. 5 kilolines/inch 2 

D. Fields 


Outside diameter 

5. 584 inches 

Inside diameter 

4.284 inches 

Length 

1 . 7 inches 

Conductor 

No. 17 AWG 

Current density at F. L. 

1930 amps/inch 2 

Shunt 


Turns 

364 

Resistance at 177° C 

3.67 ohms 

Current at 14. 3 kVA 

3. 28 amperes 

Series 


Turns 

388 

Resistance at 177° C 

4. 40 ohms 

Current at 14. 3 kVA 

3. 22 amperes 

E. Main gap 

0.020 inches 

Main gap flux density 

39.2 kilolines/inch 2 

F. Auxiliary gap 

0.020 inches 

Auxiliary gap flux density 

34.6 kilolines/inch 2 

G. Materials 


Rotor poles 

SAE 4340 

Rotor interpole section 

Inconel 718 

Stator laminations 

0.004 inch AL 4750 

Frame 

Annealed 1010 steel 

Conductors 

Copper 

Conductor insulation 

Polyimide enamel 

Slot liner 

0.010 Nomex 

Separator 

0.010 Nomex 

Topstick 

0.020 Nomex 

Impregnant 

Doryl 

Non-magnetic separator 

Copper 

H. Coolant 

DC -200 
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Figure 5. - Partially disassembled alternator. 
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Figure 6. - 1200 Hertz Brayton cycle alternator magnetic 
characteristics. 



Maximum allowable temperatures 
for 5 year life 
Armature - 220° 

Field - 180° 



tusojad 'fouepr|j3 



E-4513 


Speed controller 
(3 required) 



Figure 9. - Breadboard control devices. 
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Figure 10. - Detailed view of breadboard control devices. 
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Figure 11. - Block diagram of shunt regulator. 
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Figure 12. - Shunt-field regulator characteristic. 
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Figure 13. - Block diagram of speed controller. 



Line frequency, Hz 


Figure 14. - Speed-controller characteristic. 
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Figure 15. - Speed-controllercharacteristic. 








